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Foreign body reaction following ‘post-operative 
use of paraffin based chemotherapeutic agent 
(E. C. Fox and E. A. Marsland) 

Forrest, J. R. Fluoridation of water supplies 
(discussion) 

Forsyth Dental Infirmary “for Children: Plea: 
report 1952-53 . 

Fox, E. C., and MARSLAND, E. A. ‘Foreign body 
reaction following post-operative use of 
paraffin based chemotherapeutic 

FRANKS, F. L. Child dental health (L) . 

FRASER, F. Time-and-motion study (L).. 

FREEDMAN, S. I., YouNG, H., and PINSON, P. 
Operator-anesthetist (L) 

Fulbright travel grants 


Fusiformis (E. O. Morris) 


and gram- 
organisms (E. O. 


Gain, R. D. G. Review of Morley—Cleft — 
and speech 

Garpiner, J. H. Class I, Div. | (discussion) 

Gascoine, M. E. Shortage of dentists (L) : 

Germination, true, in posterior teeth (I. H. Heslop) 
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General Dental Services, arbitration in 
~—— Committee meeting 
——— —— reports 
—— of Sub-C ‘ommittees 
— representation on 
Gipson, J. R., see DALLING, E. J., ef al. 
Gicpert, G. H. Orthodontics in New Zealand .. 
Gingival healing in experimental animals on 
adequate and vitamin C deficient diets. 
(S. Turesky and I. Glickman) (A) .. 
Gingivitis, necrotising ulcerative, effects of drugs 
in treatment of (E. M. Schaeffer) (A) 
Gass, D. F. Partnerships (L) ; 
GLAZEBROOK, P. Association policy (L).. 
R. E., Erpincer, D., and LEBLOND, C. P. 
Some carbohydrate components of reticular 
GLICKMAN, I., see TURESKY, S., and GLICKMAN, I. 
Gloucestershire County Council, Education Com- 
mittee, annual report 
Griowacz, C. R. Radiographic “study ‘of man- 
dibular condyle in individuals possessing 
malocclusion before and after treatment (A) 
Go-pstein, M.C. Adult orthodontics (A) 
Gorpon, J., and Morris, A. Root-canal 
(L) 
R. B. Operator-anesthetist (L 215, 
Graper, T. M. Fundamentals of occlusion (A).. 
GraHaM, J. G. Note on micro-radiographic 
technique 
Graty, T. C. Some observations on articulation 
of teeth by means of intra-orally ground bite 
blocks .. 295 
Grayson, T. L. Scarcity of assistants ) 39 
Group practice loans 
Guillebaud Committee, evidence of B.D.A. to .. 54 
~ takes evidence in Scotland 
verbal evidence to 
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Hamophilus (E. O. Morris). . me 

Hemorrhage, treatment of, in N.H.S. (J. K. 
Lockyer) (L) .. 

Haut, H. D. School dental service 

G. E. M., and WeyMan, J. Fourteen 
cases of congenital absence of canines 

Hankey, G. T. Temporomandibular arthrosis. . 

Harpy, FE. A. Clinical photography: simplitied 

Hares, R. L., Stack, G. L., and WaspeLt, 
M.R. Metabolism of oral flora. 3. Utilisa- 
tion of different carbohydrates by strain of 
lactobacillus isolated from mouth .. 
and Waspett, M. R. Metabolism of oral 
flora. 4. Invertase activity of mixed human 

Harvey, J. L., see Preierer, K. R., Harvey, J. L., 
and Brauer, G. M. 

HAYTON-WILLIAMS, D. S., see DALLING, E. J. 

HaAywarp, A. C., see Moris, E. O., et al. 

Healing of extraction wounds, effect of cortisone 
on, in rat (W. G. Shafer) (A). . / 

Health Acts Administration Sub-C ommittee, 
-centres .. 274 

—— Sub-Committee report .. 65 

HEALTH SERVICE: 

abolition of 10 per cent cut .. 76 
acceptance for dental treatment 53, 133 
administration of 3, 76 
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HEALTH SERVICE: 


fillings, underpayment in 


appeals by patients, out-of-time 
witnesses at 3 64 
arbitration machinery "25, 63, 71, 76 
assistant dental practitioners, number of .. 104 
attendants, dental, salaries of 
charges for dentures for ee and nursing 
mothers 
complaints by tients. . 
cost of (O. R. Ellis) (L) “* 
dental treatment in Birmingham 
denture base materials 
denture fee when patient fails to return 
dentist’s opinion ignored (K. Kumar) 
—— —— —— (D. Spoor) 
—— —— ——-(C. Faarup) . 
disciplinary machinery (Medical Protection 
Society) (L) 
earnings of dental practitioners, eaguiry into 53, 


4, 6, 16, 37, 6 
effect of £1 charge 63 
emergency treatment during holidays 4, 64 76 
exemption from charges, patients who claim 24,4 
extractions, multiple, refusal of 
(J. M. "Stebbings) (L) 
group practice loans .. 77 
Guillebaud Committee, evidence of B.D.A. to * 
—— in Scotland . 
—— ——., verbal evidence to.. 
hemorrhage, treatment of 
hospital dentists, merit awards ? 
——— ——, number and remuneration ‘of 
——, vicarious R. 
Tattersall) . 
—— specialists . . 
housing estates, new, ‘and compulsory pur- 
chase orders 
imposition of additional penalty 
maintenance of adequate service (editorial). . 
National Assistance Board 
non-political .. 
offences of doctors and dentists 
orthodontic appliances, replacement of 
—— cases, diagnostic sheet for 
—— treatment, payment for . 
—— —,, interim 
postgraduate/refresher courses 
Regulations, consolidated 
scale of fees, review of. . A 
Scottish Dental Estimates Board, new /member 
for .. 308 
Service Committee regulations 16, 64, 79 
——- leave passes 4, 14, 25 
Superannuation regulations 53, 81, 219, 344, 6, a, 


tribunal, removal from list—C. A. W. Fielding 34 

—— —— — ——A.L.Heath . 246 

X-ray facilities, hospital, for general practi- 
tioners 
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Hicuey, L. B. — approaches in ortho- 
dontic diagnosis (A) .. oe 

Histologists, dental, A meeting ‘of 

Hitcuin, A. D., and McHuGu, W. D._ Three 
coronal invaginations in dilated composite 
odontome 

Homan, K. Association policy 

Honours, Birthday .. 

E., see Lovet, R. w., and Hopper, 
F 

Hornssy-SmitH, P. Progress in child care stasis 

Hospitals, administration of, internal... 

—— — — (editori 

——, dental in-patients... 

—— —— service, consultant 

—— —— ——,, review of . 
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ment) 
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—— —— —— — (question in Parliament) 

—— —— —— ——-(N. L. Rowe and H. C 
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—— —— —- — (H. F. Fleming et 

—-— —— —— —— (F. S. Warner) (L) . ‘a 

—— ——.,, senior, Scotland . 

"specialists (question in Parliament) 

—— —— report 

—— of future (I. Macleod) (A) - 

——, of, vicarious (Ww. R. Tatter- 
sall) ‘ 

—— Service Plan . 

——, spread of infection by dental appliances 
and materials in 

—— X-ray facilities for general practitioners 

Housing estates, new, and compulsory purchase 
order? .. 

Hull, appointment of representative on Court of 
University of 

Hurricane at Toronto 

Hydrocephalus, case of (L. T. D. Heppell and 
N. P. Littlefield) 

Hydrocolloid impression material, deterioration 
during storage (K. R. Pfeiffer, J. L. Harvey 

and G. M. Brauer) (A) 

—— ——., formula and clinical technique 
for (G. A. Morrant and O. F. Makinson) .. 

Hygiene, oral, personal, effective method of 
(C. C. Bass) (A) 4 

Hygienist, oral 

Hypnosis (R. Cutler) (L) 
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HELMAN, E. Z., and MitcHELt, D. F. Phosphatase 
in human saliva (A) .. (demonstration) . 


C. B. Technique for i ivory plates ‘wanted D. Baker) (1) B. Wilson) (L) 


Heppect, L. T. D., and N. P. Case 
of hydrocephalus Manning) 
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teeth ——— denture study group (B. Trainin) (L) 
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Impression material, hydrocolloid, formula and 
clinical technique for (G. A. Morrant and 
O. F. Makinson) aa 

Incisors, lower permanent, development of, and 
their supporting tissue (L. J. Baume) (A) 

———,, upper central, with closed apices in children, 
polyantibiotic paste in root canal therapy of 
(R. R. Stephens) 

Incorporated Dental 
Branch fui 

Industrial Dental Clinics 

Infection, spread of, by dental ‘appliances and 
materials 

Inlay patterns, direct, suitability ‘of auto-poly- 
merising resins for (J. W. McLean and G. A 
Morrant) 
—., pin-, impression ‘technique, indirect (A. E.A. 
Lister) . 

International Association of Dental Students, 3rd 
annual congress, 1954 . : 

— — Dental Congress, closing of accounts of 

Intravenous anesthesia (R. N. Bragg) (L) 

Investment of funds 

Isle = Man, remuneration of public dental officers 


Southampton 


Society, 


ra» plates, technique wanted (C. B. Henry) (L) 


JAGERMANN, K. Continued vitality of adult tooth 

James, P. M. C., and Parritt, G.J. Investigation 
into relationship between salivary lacto- 
bacillus counts and caries experience 

—— see also FLEMING, H. B., ef al. 

Jerrries,C. N. Acrylic fillings 

—— Association policy (L) 

—— Recommendation (a) (L) 

—— Resignations (L) 

Jenkins, G. N. Review of Horder, Dodds and 
Moran—Bread . 

JOHNSON, Major S. E., at National Rifle Associa- 
tion Meeting at Bisley. . 

Jones, J. E. Child dental health (L).. 


KARLSEN, K., see Syrrist, A., and KARLSEN, K. 
KeNSHOLE, H. H. Review of Coulter—Royal 
Naval Medical Services. Medical history of 

Second W wld War: Vol. 1 

Kerr, A. C. Review of Jenkins— Physiology of 
the mouth 

—— Review of Ostlund, s. G. —Palatine "lands 
and mucin 

KIL.ey, H. C., see DALLING, E. etal. 
see also Rowe, N. L., and KILLEY, H.C. 

Executive Council, annual 
report 

KIRKHAM, J. Full denture. prosthesis (discussion) 

Kirkwoop, S., see Fawcetr, D. M., and 
KiIRKWoop, S. 

KJELLGREN, B. Bite conditions and treatment in 
cleidocranial dysostosis (A) .. 

eras C. E., see VoLKEr, J. F., and KLAPPER, 


Koen, S. J. 

KNappwost, A. Properties and constitution of 
fibre-reinforced cement (A) .. 

Kramer, I. R. H. Review of Macdonald—The 
motile non-sporulating anerobic rods. . at; 

Kraus, A. Nylon dentures {L) .. 

KRONCKE, A., see BRAMSTEDT, F., KRONCKE, te 
NAUJOKS, R., and VONDERLINN, R. 


Orthodontics—force or persuasion 
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Kumar, K. Dentist’s opinion ignored (L) 


Lactobacillus counts, salivary, relationship » 
caries experience (P. M. C. James and G. 
Parfitt) .. 

—~, strain of, isolated from mouth, utilisation 
of carbohydrates by (R. L. Hartles, G. L. 
Slack and M. R. Wasdell) .. 

Lamina dura, changes in, during tooth movement 
(M. Massler) (A) 

Lammtie, G. A. Fuil denture prosthesis (discussion) 

Lanarkshire Section meeting 

Landlord and Tenant Act, 1954 .. 126, 

Lapira, Professor E., D.Sc. conferred. on, by 
Royal University of Malta .. 

Larkin, M. N., appointed to Scottish Dental 
Estimates Board 

Leave, annual, for assistant dental surgeons 
(* Jus Jurandum *’) (L) 

LeBLOND, C. P., see GLEGG, R. E., "EIDINGER, D., 
and LEBLOND, Cc. P. 

Leecu, H. L. Class Il, Div. 1 (discussion) 

wise ee Committee, report of S. M.O. 


—— and Killingbeck Hospitals historical 
survey (A. J. Sutherland) : 
Legal cases: Bradford: Illegal practice 
: Worthing: husband not 
cost of wife’s treatment 
LeiGuTon, B. C. Class Il, Div. 1 (discussion) 
Leptotrichia in oral cavity (E. O. Morris) 
Levien, L. New diamond instrument 
Levy, H. Reducing apprehension (L) .. 
Liability for cost of treatment: husband not liable 
Library 
—— and Museum Committee, acknowledgment 
of gifts .. 
——-, recent additions 
Life membership, election to: 
Ashton, P. 
Broderick, R. 
Stacey, C. 
Steynor, A. 
Linpsay, L. Reviews of Die Zahn-, Mund- und 
79, 103, 192, 
Zahn-, Mund- und Kieferheilkunde 
103, 
Lister, A. E. A. Dangers ‘of floss silk (L) 101, 
——— Emergency repair to dental chair (L) ne 
—— Indirect pin-inlay impression technique 
— Nylon dentures in everyday practice (L) 
LITTLEFIELD, N. P., see Heppecr, L. T. 
LITTLEFIELD, N. P. 
Lioyp, J. K., see Camppett, A. M. G., and 
Lioyp, J. K. 
Local Dental Committees, Annual Conference of, 
resolutions passed by .. 
—_—- ——- ——, expenses of 
Lockyer, J. K. Treatment of hemorrhage in 
N.HLS. (L) 
LONGWELL, J. 
(discussion) 
LonNon, R. 
(discussion) 
Lovet, R. W. Design of tungsten “carbide chisels 
—— and Hopper, F. E. Tooth replantation 
LunpstrOM, A. Anthropological comparison of 
dentitions of Greek, Turkish and Swedish 
boys (A) 
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MCALLISTER, K. Discussion with the R.D.O. (L) 
MACAPANPAN, L. C., and Weinmann, J. P. 
Influence of injury to periodontal membrane 
on spread of gingival inflammation (A) .. 

McCALLtion, P. L. Time-and-motion study (L). . 

McCartny, H. Y. Association policy (L) a 

McCau H. B., and F. J. Effects 
of fluoride in drinking water on osseous 
development of hand and wrist in children (A) 

McC ure, F. J., see McCautey, H. B., and 
McC ure, F. J. 

—— see also Ziexin, I., and McCvure, F. J. 

McHuGu, W. D., see Hitcuin, A. D., and 
McHuGu, W. D. 

McIntyre, R., attendance at Representative Board 
meeting . 

McKeEaa, H. T.A. The sciences ‘and practice 

McLean, J. W., and Morrant, G. A. Investiga- 
tion into suitability of auto-polymerising 
resins for direct inlay patterns i 

Mac eop, I. Speech to Executive Councils’ 
Association (A). . 

——— Speech at opening of Design of Health 
Buildings Conference (A) Pe 

MacNeiit, Evolution and orthodontics (L) 

MAKINSON, O. F., see Morrant, G. A., and 
MAkINSON, O. F. 

Maik, K. Democracy and _ representative 
government (L) 

Malocclusion, analysis of, method employed in 
Department of Orthodontia at University of 
Illinois (C. J. Steinworth) (A) 

I and II, of (E. S. Blair) 

— — Il, "changes in temporomandibular 
relations associated with (R. M. Ricketts) (A) 

- 1 and 2, in monozygotic 

twins (B. R. Townend) 

Prognosis and 
planning for (W (W. J. Tulley) . 

—— —— — —— (B.C. Leighton) (discussion) 

—— (T. C. White) (discussion) . . 

B. T. Dinsdale) 
cussion) . 

— — Leech) (discussion) | 

(A. C. Campbell) (discussion) 

— (H. Chapman) (discussion). . 
——, early symptoms of (L. J. Baume) (A) aie 

———, radiographic study of mandibular condyle 
before and after treatment of va ‘ 
Glowacz) (A) .. 

Manchester, report of S. DO. | 

——— Turner Dental School reunion and F.C. 
Wilkinson Commemoration Lecture 

Mandibular condyle, radiographic study of, in 
individuals possessing malocclusion, before 
and after orthodontic treatment (C. R. 
Glowacz) (A) .. 

Man E. B. Adamantinoma_ in relation to 
tooth development (A) 

B., see Monks, F. T., MANNING, 

Maraouis, H. L. Basic facial pattern and its 
application in clinical orthodontics (A) 

a E. A., see Fox, E. C., and MARSLAND, 


—— — Dw. 


treatment 


MASssLeR, M. Changes in lamina dura during 
tooth movement (A) 


MatrHews, E. Fluoridation of water “Supplies 
(discussion) 
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MattuHews, E. Internal stresses in dentures (L) 303 
——— Residual problems in full denture prosthesis 167, 176 
Maxilla, standard true occlusal view of, detailed 
radiographic anatomy of (G. R. Seward) 
Meacock, S. P. Fluoridation of water supplies 
(discussion) 
Medical Protection Society, annual report, 1953 
— —— —— N.HS. disciplinary machinery (L) 
—— Research Council, Dental Committee shee: A. 
Rushton) (L) 
report 1952-53 
Member, conduct of 
Membership and Ethics Committee report 
——— life, election to: 
Ashton, P. 
Broderick, R. A. 
Stacey, C. 
Steynor, A. 
Mental disquiet, caries and €. H. Phillips) baal 
Methylpentynol 
——— (H. J. Simmons) (L) .. 
—— (A. H. Wicksteed) (L) 
—— (A. G. C. Corless) (L) 
Metropolitan Branch— North East Section, meet- 
ing NS. 20 
MICHAELIS, M. P. Child dental health (L) "16, 214 
—— Snoring (L) ! 
Micro-radiographic technique (J. G. Graham) 
Middlesex and Hertfordshire Branch meeting 
Mipp.eton, H. C. Shortage of dentists (L) 
Milk (A. G. Sarson)(L) 
———, sugared, distribution to French children 
MILLER, J. Micro-radiographic of 
dentine .. 
Miits, M. G., see FLEMING, H. B., “etal. 
Ministry of Health appointments . . 
, Report 1953, Part II (editorial) 
MITCHELL, D. F., see Heiman, E. Z., 
D. F. 
Molars, fourth lower (G. F. Ferris) ; ie. 
——., third, lower, unusual displacement of 
(D. J. M. Buddery) .. 
—— ——, transplantation to first molar position, 
preliminary work in (H. Apfel) (A) . f 
Money values, reduction of (R. G. Yates) (L) 
Monks, F. T., and MANNING, G. B. Identification 
required 
MonTGOMERY, G. L. 
Kramer—Bacteriology .. 
Moore, A. M. A. Review of Woodruff” s Surgery 
for dental students Ba 
MorGan, T. A. Discussion with R.D.O.’s (L) . 
Morrant, G. A., and MAKINSON, O. F. Formula 
and clinical technique for reversible hydro- 
colloid impression material 
——., see also McLean, J. W., 
G.A 
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Review of Lucas and 


and MorRANT, 


Morris, A., see GorDon, J., and Morris, A. 

Morris, E. O. Bacteriology of oral cavity. V. 
Corynebacterium and gram-positive filamen- 

— VI. Fusiformis, 
Bacterium, and Hamophilus 

Nature of bacteria comprising oral 


"Bac illus, 


Mouth ‘Dealth, education 

Muil, Col. D. J., promoted Director, Army Dental 
Service .. 

Mummery, Howard, “Memorial Prize 143 

Musculature, consideration of, in diagnosis, 
treatment and retention (A. G. Brodie) (A). . 
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» Myers, B. Shortage of dentists (L) 243 
Myers, G. E. Airbrasive technique 


National Assistance Board, payments by . 194, 4 
—— Joint Council for the Craft of Dental 
Technicians NS. 3, 34, 82 
NauJoks, R., see BRAMSTEDT, F.,  KRONCKE, A., 
NAUJOKS, R., and VANDERLINN, R. 
Nederlandsche Maatschappij tot Bevordering der 
Tandheelkunde, jubilee congress 
Nevin, R. B. Diet and mastication (A) .. 164, (L) 338 
Nevin, T. A., and Bispy, B. G. Effect of sodium 
copper chlorophyllin on pure cultures of oral- 
type organisms (A)... 
New Zealand, orthodontics in (G. H. Gilbert) 
NIGHTINGALE, W.G. The Association and trades- 
unionism(L)  .. 
——— Shortage of dentists (L) “ue 
Nitrous oxide, administration by Public dental 
Officers .. 
Nocardia in oral cavity (E. O. Morris) 
Norma lateralis, study in (B. H. Williams) (A) .. 7 
North Western Branch meeting NS. 16, NS. 23 
Northampton and District Section meeting ..NS. 20 
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gingiva and alveolar bone of molars in rats 
and mice (A). 
Nurse, dental, title of : 
Nylon dentures (A. Kraus) (L) ne 
— L. Drummond-Jackson) (L) 
—— —— (A. E. A. Lister) (L) 
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Oral Hygiene Service, report j 
Orthodontics, adult (M. C. Goldstein) a) 
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